Plot
Road

Out house
Remarks

East plot,

East direction.

South-East in East direction.

(1)  The floor level of tho out house should be lower
than the floor lovol of the main house,

(2)  The open spnce loft between the east com
pound wall and the out house should be more

than the opon space left between the main

house and the out house,

(3)  Out house can bo used as bath room or
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